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3,125 (a> repeat 

FACILITIES. <3 EhlER A L 


Sec. 3,1 £5 Facilities, general, 

(a) Slructural atren^lh. Tha lacilily muai ba ocinatrudad dl auch mataf iai and d1 suah strength aa apprdpiriala Idr the 
animals innralved. Tt*e it^oof and outttoor housing facilities shall be structurally sourxJ and shall be maintairved In 
gr^d repair tq prnlecl Ifia animals Irqm injury and It? cgnlairi Ihq animal^. 

’*“Mijlllple enclosures (Tiger, Ikwi, hyenas, bea/, etc. J had exposed undergrournJ wre which may be dangerous lo Ihe 
animals IF ifieir paws 0 jncl''cir liirb gel ceught and entangle in the exposed Mvire. 

Housing lacililioa shall t>e structurally sourKi and shall mainlairud in good repair lo protacl the animals Frcinfi 
injury and to contain the animals. 


3,127 (c) repeat 

FACILITIES, OUTDOOR 

Sec, 3.1 £7 Facilities, outdoor. 

(c) Drainage. A suilabla melhod shall be provided lo rapidly elimirrale excess water. 

’■‘“The hyena enclosure had somte areas ol water accumulation which may result in bacterial overgrowlh and the 
animals getting :sich if they drink 1his water. 

'"“The method oF drainage shall comply wllh applicable Federal, State, and local laws and regtilallons relating to 
pollution conjiol or the protection oF the envirprimenl- 
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3,130 REPEAT 

WATERINO- 

Sec, 3.130 Watering. 

'"'All watar ra[:;af)la£lBa. shiall ba kapl claan and aanilary. 

’*"Wulliple '^atef receptacles were observed with algae growing in them., sediment accurrmlation and Ihe water was 
cloudy in ioolor due to iron ccmenl in lho water.. 

'""In order lo prevent gastromtsstinal disease all water receptacles shall be kept clear) and sanllary. A water filtration 
system majr help. 


‘"■'An esit interview was conducted with the lioBfisee. 
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